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Hygro-Thermometer Clock 

Combines three displays for Time, Temeprature and Humidity 


Features: 


Attractive indicator is ideal for 
desktop or wall mounting applications 

Three large bright LCDs display 
temperature in both °C and °F, 
H umidity and Time 

Provides M ax/M in readings for 
temperature and humidity 

M easuring ranges include: 
Temperature: 14 to 140°F (-10 to 60°C ) 
Basic accuracy: ±1.8°F within 14 to 122°F 

(±1°C within -10 to50°C) 
Humidity: 10 to 99% RH 
Basic accuracy: ±5% within 25% to 80% RH and 

0 to 50°C or 32 to 122°F 
Resolution: 1% RH ; 0.1°C or °F 

Clock Function automatically displays 
12 hour time with AM /PM indication 
when in °F mode, and displays in 24 hour 
time when in °C mode 

M emory with reset function stores 
minimum and maximum measurements 
for both temperature and humidity 

D imensions: 4.3x2. 8x0.8"(109x71x20mm); 
Weight: 4oz 

Complete with built-in tilt stand, wall 
mounting bracket and AAA battery 
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Ordering Information: 

445702 Hygro-Thermometer Clock 

409992 Vinyl Pouch Carrying Case 
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